
NOTE: 

1 ALL RESISTORS ARE RN60& ARE IN OHMS 
UNLESS SPECIFIED. 

1 ALL CAPACITORS ARE IN MICROFARADS 
UNLESS SPECIFIED. 


' J<X±.010 

- XXX ± .005 

- Angle ±1/2' 


Used In 

ENCORE AMPLIFIER 


INPUT & VOLTAGE AMP 









































































































NOTE: 

1 ALL RESISTORS ARE RN60 & ARE IN OHMS 
UNLESS SPECIFIED. 

1 ALL CAPACITORS ARE IN MICROFARADS 
UNLESS SPECIFIED. 


Jnless Specified 
Taction ±.010 


' JCX±.010 
- JCXX ± .005 


,D. ,2 a 27-94 ENCORE AMPLIFIER 


BIAS & OUTPUT 













































































